DR. IRVIN M. RODDE 


Optometrist 

Specializing in dependable EYE EXAMINATIONS 

and ACCURATELY-FITTED MODERN GLASSES 
Convenient Terms 


ROOM 208, THEATRE BLDG. 

6291/2 SOUTH FOURTH AVE. 
LOUISVILLE 2, KY. 
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DR. IRVIN M. RODDE — Optometrist 

ROOM 208, THEATRE BLDG. 

6291/2 S. 4th AVE. LOUISVILLE 2, KY. 


